PUBLIC LAW 104!201/3@SEPT. 23,1996 110 STAT. 


2821 

(b) STOCKPILE MANAGEMENTS Subiect to oo 
unds 

are herebv authorized to be appropriated to the 
Department of 
Enerav for fiscal vear 1997 for stockpile 
management er in carrvinda 
out weapons activities necessarv for national 
securitv programs 


in the amount of!/$1,962,831,000, to be allocated as 


follows: 

1 For operation and maintenance. $9.868.470.000. 

2 For plant proiects (including maintenance. restoration, 
plannina. construction. acquisition. modification of facilities. 
and the continuation of proiects authorized in prior vears. and 
land acauisition related thereto), $94,361,000, to be allocated 
as follows: 

Proiect 9782121. consolidated _ pi 

Sitcx Pla system 

Btex Plant. ge allo, Texas. $870.000. 

oF roieck nuclear materials 
storage facilitv 
pe novacion Los Alamos National Laboratorv. 


Alamos, 
New Mexico. $4,000,000. 
Proiect 97£D!123. structural uparades. 
Kansas City 
Plant. Kansas ab Missouri. $1.400.000. 


Proiect 97 24, steam plant wastewater 
treatment 
facilitv upgrade, Y#%2 Plant, Oak Ridge, 
Tennessee, 
$600.000. 

Proiect 96!D8922) sewace treatment 
dqualitv uparade 
. saan Pantex Plant, Amarillo, Texas, 

Proiect 96-D@i28] retrofit heatina. 
ventilation. and air 
conditioning and chillers for ozone protection. 
Y-12 Plant, 
Oak Ridae. FeUMES eee ave so. ,000. 

Proiect Washinaton 
measurements over- 
ae facility, Andrews Air Force Base, Camp 

pr 


Marland: $3,825,000. 
Eroiees 95-D!122. sanitarv sewer uparade. 


Plant, 
Oak Ridae. Tennessee. $10.900.000. 
Proiect 94D 12, hydrogen fluoride supply 


svstem, 

Y-12 Plant. Oak Ridae. Tennessee. $4.900.000. 
Proiect 942D-125. uparade life safety. 

Kansas City 

Plant. Kansas City. Missouri. $5.200.000. 
Proiect 94-D-127, emergency notification 

svstem. 

Pantex Plant, Amarillo, Texas, $2,200,000. 
Proiect 93-D-122. life safetv uparades. Y- 


Plant, 
Oak Ridae. Tennessee. $7.200.000 
Proiect 93-D-123, complex!2{, various 
locations. 
$14.487.000. 
Project 888D§%22, facilities capability 


assurance 

proaram. various locations. $21.940.000. 

Project 88-D!123, security enhancement, 

Pantex 

Plant. Amarillo. Texas, $9.739.000. 
(3) | PROGRAM DIRECTION ubject to subsection (d), funds are 
nee authorized to be appropriated to the Department of 

nergy 

for fiscal year 1997 for program direction in carrying out 
weapons 
activities nece§Sary for national security programs in the 


amount 

of $83 404.000. ; 

( ADJUSTMENT he total amount authorized to be appro- 
Seas pursuant to this section is the sum of the amounts 
author- 

ized to be appropriated in subsections (a) through (c) reduced 


bv 
$20,000,000 for use of prior year balances. 


